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Directer of Nata Processing 


SUBJECT: ODP Re, or. for Week Luding 
LO January 1986 


Support to the OCI (U) 


MISC - Statistical Survey Support. Various agencies 
of the Government invelvei with security clearances reported 
resulta of their security investigations during a period 
of several months. ODP sapere was provided in analyzing 
the data to evaluate the asefulness of various investigative 
sources and to determine tw. pariod of coverage necessary 
for a valid investigation. The data was displayed using 
the canned statistical paz age SAS and the graphics package 
DISSPLA. The interagency commitree will use this output 
in producing their final ¢ap ort. Approximately $75 man- 
hours were expended in this effort. ees (AIUO) STATINTL 


Support to oC (U) 
WORDP ~ Word Proc 


essiag Monitoring Puncticn. The 
ee setvice (JARS) began their 
word precessing study < 22 this week. Prejected study 


time is 4~6 weeks. [I (0) 


Support to OP (U) 


CAPER/OP - Applicant osrocessing. The CAPER system 
has been accepting Live data for a montH now. Hinor prob- 
lems have been encountered vith menu operations. All STATINTL 
problems identified to tata have been fixed. {uv 


+f 


PERSIGH - Integrated Parsonnel Management Information 
System. Acceptance eae e: ef PERSIGN IL is continuing at 
the predicted rate. The 3ffice of Fersonnel Policy, Planning, 
and Management has suceesst ally res¢lved system differences 
through Pay Period 26, ard che Office of Finance is presently 
reviewing system differcress noted en Fay Period 25. 
eaemee! (U) 
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Planned Power Outage (1) 


There will be a tetul ower outage in the Special 
Center from 0800 until 261 on 27 January to replace some 
aluminum cables with copjxa cables ia the power vault. Me STATINTL 


will take advantage cf the cutagé to p or part 
of a 20 hour engineering change to tie system, STATINTL 
(U) 


$f Grues T. Johnson 
Bruce VT. Jomson 
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